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whose religious orthodoxy was gravely suspect, of the succession. Her choice fell on the Archduke Philip, the son of the Emperor Charles V and heir to the throne of Spain, a young prince chiefly remarkable for the zeal with "which he professed the extremist Catholicism, The announcement of this marriage was the signal for risings all over the country, most of which the authorities experienced no difficulty in suppressing. One, however, led by Sir Thomas Wyatt in the staunchly Protestant county of Kent, was more successful and at one moment attained the dimensions of a considerable revolt, and it was only with some difficulty that it was eventually overcome and its leaders executed (1554). Its failure provided an admirable opportunity for disposing of the unfortunate Lady Jane Grey and her husband, who had been kept in imprisonment since the beginning of the reign. A further effort of the Catholic party was less successful; despite every ingenuity it was found impossible to implicate the Princess Elizabeth.
Having thus disposed of all open opposition, Mary proceeded with the plans for her wedding and was finally married to Philip in Winchester Cathedral in 1555. The marriage was disastrous from the first. Philip was a bigoted and ambitious prince, unacquainted with the English language and many years younger than his wife. Out of sympathy with English affairs and chiefly interested in continental politics, he soon neglected the unfortunate Queen, thereby increasing her already marked tendency towards hysteria and neuroticism. Left to herself Mary came to rely more
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